1967 ] 


Correction — Seymour 

w 


(59 


A CORRECTION 

Since the publication of the article entitled Botanical 
Notes from the Pringle Herbarium I (Rhodora 68:514ft. 
1966), my attention has been called to an error which ought 
to be corrected. Elcusine indica (L.) Gaertner was reported 
from Hartford, Vermont. “Hartford Ctr., Vermont” is the 
way the hand-written or hand-printed label reads. It is not 
in the hand of the collector himself. However, the same 
collector, E. J. Dole, collected three other specimens of the 
same species, of the same number, on the same date (or 
exactly one year later!) in Hartford, Connecticut. It is 
probable that the specimens all came from the same locality, 
namely, Hartford, Conn. The error must have occurred in 
copying the label. The abbreviations, Vt. and Ct., look much 
alike. Also the handwriting of the collector, which is on one 
of the labels, is very difficult to read. Consequently Elcusine 
indica remains unknown in Vermont. 
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